Volume Three 


The following index includes subjects covered in HS during its 
third year from September 1980 — August 1981. 

Films and publications that have been reviewed are listed under 
“Film Reviews” and “Book Reviews”. 


A 


Absence through sickness - government 
proposals 
Accident-causation - Heuristics 
Accident —- Insurers’ investigation 
— Investigation, lessons to be learned 
- Investigation method 
— Investigation outline 
Accident rate — Effects of recession 
Accident reporting - British Safety Council 
guide 
Accident reporting - New regulations 
Accidents to feet - Case studies 
Acetylene gas containers — British Standard 
Advisory committee — Health services 
Agriculture - Concrete silage tower, 
dangers 
- Draft Poisonous Substances Regula- 
tions, consultative document 
- Dust hazards 
- Fatal and non-fatal &ccident statistics 
1980 
- Fork lift truck safety 
- HSE, new information 
Stoneleigh 
- Land drainage excavations, fatal 
accident 
- Metrication proposals for health and 
safety legislation 
- Tetanus immunisation 
- Tractor safety cab law amended 
Air aerosol - Olozon, Kenyons Metal Con- 
tainers Ltd 
Air cleaner - Electronic, Smog-Mobile, 
Horizon 
- Filtaire Model 300, Ascot Heath 
- Ion generator, Larirest Ltd 
- JJ Breatheze, JJ Ventilation (Interna- 
tional) Ltd 
Air conditioning sterilization - Water Tech- 
nology Ltd 
Air filter - Airsweep, Fridaythorpe Farm 
Systems Ltd 
Air monitoring badge - Shawcity Ltd 
Air pollution - Control guide, Myson 
Brooks 
Air purifier - Klen Air 


centre, 


Dec 49 
Dec 40 
May 46 
May 42 
May 44 
May 45 
Mar 39 


Mar 45 
Dec 32 
July 37 
Jun 18 
Nov 18 
Dec 17 


Dec 14 
Oct 24 


Aug 17 
Dec 17 


Sep 17 
Dec 17 
Sep 18 
Jan 21 
Sep 18 
Oct 57 
Jan 38 
May 67 
Aug 50 
Mar 44 

Jul 53 


Feb 53 
Dec 47 


May 67 
May 61 


Air sampler - Biotest 
- Personal, unpowered, 
London Ltd 
Alarms and warning instruments —- Don’t 
ignore 
Alcohol - Problem drinker, HSE advice 
Aluminised textiles - Gemini, TBA Indust- 
rial Products Ltd 
Annual Report - Agriculture accidents 
1980 
- Construction, fatal accidents 1978 
- HSC 1979-1980 
- Health and safety industrial air pollu- 
tion 1979 
- Health and safety, manufacturing and 
services industries 1979 
~ Health and safety research, 1979 
- Mines, health and safety, 1979 
- Quarries, health and safety, 1979 
Anthrax — Metrication regulations 
Anti-Mist - Everclear, Huntingdon Fusion 
Techniques Ltd 
Asbestos — Conveyor, Macawber Enginee- 
ring Ltd 
— Identification procedures 
- Insulation and coating, consultative 
document 
- Monitoring, airborne 
- Related disorders 
- Substitute, NETCEM., University of 
Surrey 
- US standards 
Asthma - Prescribed industria! disease 
Audio visual - Safety aids reviews 


B 


Bacterial testing - QC Plate, Medical Wire 
& Equipment 
Battery charger - Carters 
Battery units - Walsall Conduits Ltd 
Benzidine dye - Renewed call for ban 
Blasting helmets - Certificate of Approval 
1981 
Book reviews 
A literature survey and design study of 
fume cupboards and fume dispersal 
systems 


Casella 


May 77 


Health & Safety at Work 








A-Z health and safety at work glossary 
An employees guide to health and 
safety management, Peter Arscott 
Biological hazards — the hidden threat, 
Price, Le Serve 

Code of practice for plastic granulating 
machines, British Plastics Federation 

Current design thinking and design for 
safety, IChemE 

Guide to the education and control of 
toxic substances in the work environ- 
ment 

Handbook of industrial safety and 
health 

Handling radioactivity - Donald C 
Stewart 

Health and safety at work. Judge Ian 
Fife and E Anthony Machin 

International directory of applied 
research for the protection of man at 
work 

Law at work: Safety representatives, 
Roger Benedictus 

Monitoring toxic gases in the atmos- 
phere for hygiene and pollution con- 
trol, William Thain 

Patty’s industrial hygiene and tox- 
icology Vol III: Theory and rationale 
of industrial hygiene 

Plant manager’s and safety and pollu- 
tion manager’s emergency manual 

Pocket guide to chemical hazards, 
NIOSH/OSHA 

Redgraves health and safety in fac- 
tories (plus supplements), Judge Ian 
Fife and E Anthony Machin 

Registry of toxic effects of chemical 
substances, 1.IOSH 

Safe working with VDUs 

Safeguarding transfer machines and 
other special purpose machine tools 

The stress of work, Dr Nicholas 
McDonald and Mel Doyle 

Toxic and hazardous industrial chemi- 
cals, safety manual 

What’s happened to safety? Caldwell, 
Croucher Eva and Oswald 

Breathing aid - Thorite Pneumatics Ltd 


September 1981 


Sep 83 


Sep 83 
Dec 56 


Mar 57 


Feb 63 


Jun 85 
Jun 85 


Jun 85 
Oct 42 
Dec 56 


Mar 57 
Jun 72 


59 





Health and Safety at Work INDEX 


British Standards - HSE safety product 
approval 

Bursting discs catalogue - Johnson Mathey 
Metals 

Byssinosis — Industrial disease 


C 


Cables — Non-flammable 
Cancer — Radiologists at risk 
— Risk from herbicide 245-T 
Canteens in works — Health risks 
Canvey Island — Report 
Carcinogens — Methods of testing new sub- 
stances 
- Workplace, conference report 
Catering - Health and safety legislation 
impact 
— Inspection guide 
CBI - Deputy director general interviewed 
- EEC involvement 
Chain saw safety — Booklet 
Chains - Quick 
Rapides 
Chemical contamination — First aid treat- 
ment 


Maillon 


connections, 


Chemical industry - Union programme for 
action 

Chemical spillage - Control pillows, Scien- 
tific Marketing Associates 

Chemical works - Certificates of approval 
(breathing apparatus) 1981 

Chlorine monitor - 
Ltd 

Circuit breakers — Earth ieakage, B and R 
Relays 

Cleaner - 
Industrial 

Cleaning - Importance of 

Cleaning chemicals - Amoa Chemical Co 

Cleanliness — Legal obligations 

Cleanser — All purpose, G H Wood and Co 

— For liquid spillage, Centri-dri, Cen- 

tury Oils 

Combustible gas 
Engineering Ltd 

Common hazards - Tyre explosions and 
precautions 

Competent staff - Employers liability 


Draegar Safety Group 


Disinfectant. Rid-x, Sterling 


monitors — Allison 


Conference Reports — Carcinogens in the 
workplace — identification and control 
— Engineering hazards, national confer- 
ence 
— Environmental health congress 
- Environmental health officers 
association, small business hazards 
~ Institute of Industrial Safety Officers, 
onshore/offshore construction 
— Non-ionising radiations, safe use 
- Safety signs, regulations 
- TUC - annual conference 
- TUC - printing industry safety 
Ccnfined space gas purger - Mopeco ACH- 
3, RTD Swan Ltd 
Confined space - Working in, guidance note 
Construction - Damage to site plant 
— During operations at work regula- 
tions 1981 
— Fatal accidents 1978 
- Mobile training scheme, Reema 
Construction 
- Oxy-acetylene cutting hazards 
Consultative Documents - Asbestos 
insulating and coating draft regula- 
tions 
- Classification and labelling of explo- 
sive articles and substances 
- Dangerous substances (conveyance 
by road in road tankers and tank con- 
tainers) regulations 1980 
- Explosives Act, metrication pro- 
posals 
- Metrication of Factories Act 1961 
Notification of toxic substances, draft 
regulations and approved codes of 
practice 
— Petroleum spirit (plastic containers), 
craft regulations 
— Poisonous substances in agriculture 
Control panel - R Stahl UK Ltd 


60 


Jun 13 


May 67 
Dec 50 


Sep 15, 


Mar 


Apr 20 
Dec 14 
Oct 59 


Control rooms - Oasis, custom built, Fan 
Installations Ltd 

Corrosive liquids - Glass relief valves, 
Schott Process Plant Ltd 

Cranes - Digital weigher, Ansell Jones 


D 


Danger beacon — Rotating, Moflash Co Ltd 
Dangerous Occurences - Reporting, new 
regulations 


Dangerous pathogens - New advisory com- 
mittee 
Dangerous substances - Conveyance by 
road, revised proposals, 
document 
— Hazard labels, 3M UK Ltd 
— Packaging and labelling regulations, 
amendments proposed 
- Packaging and labelling regulations, 
additions 
— Transportation 
Deafness - TUC conference discussion 
Degreasant — R’muv, Sterling Industrial 
Dermatitis — Industrial 
Diesel exhaust purifier - Booklets 
Disabled persons - Employment contribu- 
tion 
Disinfectant - Tegoid spray, Goldschmidt 
Ltd 
Disposable wipes — Cresco 
Distributive trades —- Health and safety stan- 
dards 
Divers - Offshore medical provision 
Diving — New regulations 


consultative 


Door - Gas tight, John Booth and Son 
(Bolton) Ltd 
- PVC clear, 
Industrial 
- PVC clear, new hanging system, Pol- 
lards Industrial 
Draught excluder — Scotch weather strip, 
3M UK Ltd 
Drinking water fountain - Water Coolers 
Ltd 
Drinks dispenser 
Drum decanting truck - Alwayse 
Drum trolley - Drum Rover, Swift Act 
Tools Ltd 
Duckboard — PVC anti-slip, Fisons 
Dust — Collector, Mikropul Ducon Ltd 
Extractor for woodworking 
machinery 
- Extractor, LUWA, reverse air filter 
~ Hazards in agriculture 
- Respirator, British Standard 
- Respirator, Powermask Mark III, 
Siebe Gorman 


automatic, Pollards 


E 


Educational establishments - 
CLEAPSE liaison 
- Safety training package 
- School science laboratory safety 
EEC - CBI involvement 
EEC - Lead proposals, HSC disagrees 
Electric shock - From static, booklet, 3M 
UK Ltd 
Electrical enclosure - Splash proof, MK 
Electric 
Electrical equipment - BASEEFA List 
1980 certified and approved 
Electrical maintenance 
Emergency escape rope - 
Protection Ltd 
Emergency lighting - Floodlamp, Security 
Lighting Ltd 
- Industry standard ICEL: 1002:1980 
- Keepalite range, Chloride Standly 


HSE/- 


Martindale 


- New range, Chloride Gent Ltd 
- Versalux VX, JSB Electrical 
Employers liability - Basic concepts 
- Common law duty, safe system of 
work 
- Competent staff, safe place of work 
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Aug 47 


Dec 32 
Dec 36 


Jan 21 


Sep 15, 17 
May 61 


Oct 24 


Aug 16 
Dec 23 
Oct 18 
Sep 51 
Aug 39 
Aug 48 


Apr 38 


Oct 55 
Jul 51 


Sep 38 
Apr 34 
May 16 
July 46 


Aug 47 
Jan 37 
Mar 46 
Sept 47 


Apr 72 
Dec 47 
Jan 38 


Apr 62 
Apr 64 
Jul 57 


Aug 51 
Apr 66 
Oct 24 
Mar 17 


Mar 42 


Feb 45 
Oct 55 
Feb 44 
Oct 27 
Nov 17 


Nov 97 
Feb 53 


Apr 20 
Jan 27 


Apr 63 


May 67 
Mar 42 
Nov 16 
Apr 70 
May 60 
Apr 72 
Jan 38 
Sep 57 


Mar 40 
Jan 44 


- Employers duty 


Employment Act codes - Effect on indust- 
rial relations 
Enforcement authorities 
Enforcement officer’s seminar 
Environmental monitoring - Accuracy, 
reproducibility, sensitivity 
- Asbestos, identification procedures 
— Asbestos, monitoring airborne 
— Control strategies choice 
- Free silica analysis 
- Lead 
- Service, Fisons 
Epidemiology - Uses and pitfalls 
Exhibition - HSW, previews 
- HSW, show guide 
- International Fire, 
Safety previews 
Exhaust fume - Extraction unit, Secomak 
Air Products Ltd 
Explosives - Exemptions 


Security and 


- Labeliing, consultative document 
- Metrication, consultative document 
Extractor fan - Flameproof motor, Air- 
stream 
Eye wash - Boots sterile 
Eye wash station - Porta-Stream III, Fend- 
All Ltd 


F 


Fan silencer - Acoustic Treatments Ltd 
- Alpha Acoustics Ltd 
Film Reviews 
A hell of a way to die 
A question of gravity 
Any fool can do it 
Cater for safety 
Driving an HGV - road observation 
and planning — the motorway system 
Drummond report 
Fistful of power Part II 
Flashpoint 
Health and safety at school (metalwork 
and woodwork) 
How to have an accident at work 
I was only doing my job 
In the event of fire 
Is there anything I’ve forgotten? 
It’s not Thursday is it? 
John Davies, Factory Inspector 
LPG safety 
Managers in law — accidents at work 
Mind your back 
Need for floor maintenance 
Old habits die hard 
One last shock 
One step away 
Particularly poor Albert 
Permit to work 
Pick-up on South Street 
Putting fire out 
Rescue team alert 
Safe systems of work 
Safety and efficiency 
Safety and the supervisor 
Safety on the farm 
Static electricity in 
industry 
Supercranes 
Talking of safety 
The highest law 
The reach truck cowboy 
The safety net 
The systematic testing of electrical 
equipment 
Think yourself lucky 
Watch that space (factories) 
Watching for danger 
What happens next 
You can’t be too careful 
Film storage - Exemption 
Filter - Activated carbon for catering 
industry 
~- Compressed air-line, Protector Safety 
BA 
Fire alarm - Bifold Co Ltd 
- Panel, Anglesey Fire Protection 
~ Panel, Chloride Standby 


the chemical 





- Panel, Firetracer, Carters 
- Panel, Lab-craft 
- Tester, CEL224 sound level meter 
Fire blanket — Glass fabric, Rentokil 
Fire control unit — Carters 
Fire damper - OSV Fabrications 
Fire escape - Panic exit device, Vachette, 
Group Sales Ltd 
Fire extinguisher — Fixed gaseous, Chloride 
Gent Ltd 
— Law and use of 
-Multi-purpose foam, Angus Fire 
Fire fighter - Fire Safety Equipment Ltd 
Fire fighting - Thermal camera, English 
Electric Valve Co 
Fire - Foam insulation, guidelines 
~ Furniture testing, Rubber and Plastics 
Research Association, approved 
— Heat detectors, Walsall Conduits Ltd 
- Motor vehicle depot booklet, Colt 
International 
— Precaution in offices 
— Protection products, Cape Durasteel 
Ltd 
Smoke detector, Photain Controls 
Ltd 
Smoke detector, 
Electric Ltd 
Smoke detector tester, Martindale 
Harwell 
- Smoke sensor, Photain Controls Ltd 
- Smoke ventilator, Argosy Fenton Ltd 
- Smoke ventilator, Lowloss Fire- 
cracker, Colt International 
- Training schemes, British Fire Ser- 
vices Association 
First-aid - Back injuries, general rules of 
treatment 
- Boxes, Safa 
- Cabinets, Cuxson, Gerrard and Co 
(IMS) Ltd 
- Care for severed limbs 
- Cervical splint, Dan Anglia Systems 
Ltd 
- Chemical contamination 
- Complete surgery, Tysons Medical 
and Industrial Health Ltd 
- Fabric plasters, Johnson and Johnson 
- Hand and feet injuries 
- Self-adhesive bandage, Salisbury 
Speciality Sales 
- Thermal recovery capsule, Domtex 
Flammable atmosphere - Protection system 
Flammable liquids - Characteristics 
- Store, Globe Industrial Services Ltd 
- Store, Safety Unlimited 
Flashback arrestor - Wescol 
Flash-point - Definition 
Floor coating — Skid-resistant 
Floor scrubber/dryer - Broadley Machines 
Food and drink industry - Health and safety 
legislation impact 
- Pest control 
~- Warehousing hazards 
Food hygiene - Training cards 
Food poisoning — Works canteens 
Fork lift truck - chain safety gauge, Buc- 
caneer Lift Parts Ltd 
- Driving rules 
- Improved visability, Eaton Ltd 
- Operator suitability assessment 
- Operator training 
- Preventative maintenance 
- Safety 
- Safety advice sources 
- Safety cab, Barlow 
- Stability and weighing indicator, 
Transducers (CEL) Ltd 
Formaldehyde - Risks, US study 
- Unions press HSE for action 
Foundries - Health and Safety Report 
1975-1978 
Fume cupboard - Alarm, AR Hoare and Co 
Ltd 
- Hoares 
- In laboratories 
- Multiflex, Miller Williams 
- Safety control/alarm system 
Fume odour removal unit - Horizon, Smog 
Eater 
Fume removal - Sangre Engineering 
- Turner Electronics Ltd 


Red Alert, MK 


Jul 57 
Oct 56 
Oct 54 
Jan 36 
Jul 53 
Jul 53 


Dec 45 


Sep 51 
May 37 
May 55 
Oct 59 


Nov 97 
May 67 


Feb 52 
Jul 56 


May 42 
Mar 28 


Apr 62 
Jun 75 
Dec 46 


Aug 51 
May 61 
Jun 72 


Aug 47 
May 36 


May 52 
Jul 52 


Aug 48 
Aug 41 


Apr 70 
Oct 80 


Aug 45 
May 60 
Aug 40 


Jun 68 
May 56 
Aug 52 
Jun 26 
Jun 68 
Mar 45 
Jun 70 
Jun 26 
Feb 53 
Dec 45 


Sep 74 
Sep 72 
Sep 74 
Sep 47 
Jun 39 


Mar 46 
Feb 36 
Oct 54 
Feb 35 
Feb 34 
Feb 36 
Feb 34 
Feb 37 
Mar 45 


Jun 75 
Feb 15 
May 16 


Feb 19 


Dec 47 
Jan 38 
Mar 24 
Jul 55 
Aug 45 


Oct 54 
Jun 68 
Nov 97 


G 


Gas cylinders - Aluminium alloy, revised 
specification 
- Conveyance exemptions 
Gas - Detection tubes, Siebetec range, 
Siebe Gorman 
- Detectors, portable, Rotheroe and 
Mitchell Ltd 
- Detectors, portable, Compact Instru- 
ments Ltd 
- Leak detection spray, Galutec 
— Leak detector, Blakewell (TIGD) Ltd 
~ Leak detector, gas leak probe, Don 
Whitley Scientific 
- Leak warning device, Electronic 
Warning Devices Ltd 
- Monitor, refrigerant gas 
- Monitoring, large scale by lasers 
- Monitoring, personal, Perkin Ellmer 
~ Sensor, PVS Control Engineering Ltd 
Gaskets — Non-asbestos, Garlock (GB) Ltd 
Genetic manipulation risks 
Guard rails - Parapost, John Rusling Ltd 
Guidance notes - Acrylonitrile — Personal 
protective equipment 
~ Articles and substances for use at 
work 
- Biological monitoring bf workers 
exposed to organo - phosphorous 
pesticides 
- Cable laid slings and grommets 
- Entry into confined spaces 
- Guide to the HSW Act 
- Health surveillance by routing proce- 
dures 
— Keeping of LPG in cylinders etc 
- Lasers, use for display purposes 
- Occupational skin disease 
- Offshore construction 
- Safety at lift landings 
- Skin disease 
- Storage and use of sodium chlorate 
- Threshold limit values 
- Whisky cask racking 


H 


Hammer - Pneumatic scaling 
Hammer - Safedisc 
Hand dryer - Wallgate Hand-dri unit 
Hand dryer - Quiz Electrics 
Hand wipes - Dermawipe, Chicopee Ltd 
Handling safely — principles 
Handrail system - Norton Engineering 
Alloys Co 
Harness - Salisbury Speciality Sales 
Hazard analysis - Record keeping 
Hazard - Definition 
Hazardous substances - Information for 
safety representatives 
- Information 
Health and safety — Cost to industry 
- In a recession 
-= Politics 
- Risks, a crime 
- Training, vital questions 
Health and safety at work - TUC call for 
* new legislation 
Health and safety at Work Act - Enforce- 
ment, CBI view 
- Enforcement procedures etc 
Health and Safety Commission - Enforce- 
ment plan 1981-82 
Health and Safety Executive - Accident 
Statistics 


- Enforcement statistics 


- Fire and explosion at Permaflex Ltd 
- Guide to Safety Signs Regulations 
- Leasing arrangements, new regula- 
tions 
- Publications catalogue 1980 
- Staffing, government cutbacks 
- Windscale leak, report 
Health at work - Attitudes 
- Occupational doctors dilemma 
Health surveillance by routine procedures, 
guidance note 


Aug 17 
May 20 


Apr 64 
Jun 66 


Dec 46 
Jul 45 
Mar 42 


Aug 50 


Dec 45 
Jun 75 
Aug 15 
Apr 61 
Oct 55 
May 55 
Jul 15 
Oct 55 


Aug 16 
Nov 25 
Mar 20 
Apr 20 


Apr 58 
Mar 20 


Jun 18, Jul 45 


Apr 15 
Mar 20 
May 17 
Dec 15 
Aug 16 
May 17 
Nov 15 
Nov 18 
Sep 18 


Mar 47 
May 57 
Dec 45 
Oct 57 
Sep 51 
Aug 19 


May 56 

Jul 55 
Nov 28 
Mar 32 


Nov 25 
Oct 61 
Oct 26 
Apr 83 

Jul 16 
Oct 89 
Aug 25 


Jan 18 


Oct 28 
Sep 32 


Aug 15 


Nov 18, 
Mar 20, 
Apr 20 
Nov 18 
Mar 20 
Apr 20 
Apr 15 
Mar 20 


Sep 18 
Jan 21 
Feb 16 
Oct 24 
Feb 22 
Feb 23 


Jun 18 


Health and Safety at Work INDEX 


Hearing protection - Ear defender, Racal 
- Ear defender, Chapman and Smith 
- Ear defender, musical, Filtrona Ltd 
— Ear muffs, Bilsom International 
- Ear muff, lightweight, AO Safety 

Products 

— Ear plug dispenser, Decidamp 
- Ear plug, foam, Cabot Safety Ltd 


— Film on problems and correct use and 
fitting of ear plug 
- Helmets, Salisbury Speciality Sales 
- Safe guard range, English Abrasives 
Herbicide - 245-T, Cancer risk 
- 245-T safety reviews 
Highly flammable liquid storage 


Horizontal 
practice 

Hose coupling, Whipchek, Action Hose 
Couplings 

Hose safety adaptor, PCL range 

Hospitals, poor standards alleged 

Human error and accidents 

Hygiene service - Occupational Hygiene 
Engineering Associates Ltd 


boring machines, code of 


I 


Identity tube — lifeline, Sitzmobil Ltd 
Illiteracy — In industry 
Improvement notices 
Inclinometers - Strawson 
(Consultants) Ltd 
Industrial advice - Southampton University 
Industrial disease - Asthma prescribed 
- Prescribed malignant diseases 
- Procedure for prescribing 
Industrial disease causative 
Asbestos 
— Byssinosis 
-Gonoma Kamassi (African boxwood) 
- Heat cataract 
- Miner’s nystagmus 
- Nickel carbonyl 
- Nitrous fumes 
Industrial wipes - Kimberley-Ciarke 
Inhalation unit - Pneupac 
Injection moulding machine - insulation 
jacket 
- sliding guards 
Ionisation detector - Kemtronix 
Ionising radiations - New thinking on 
dangers 
Instrument hire catalogues - Gracey and 
Associates 
Insurance — Accident investigation 
- Lloyds re-organisation 
- Offshore 
- Role in transportation 
- Tools of the trade 
Interlock — Access, Unimax Switch 
Interlock door handles - Craig Derricott 
Ltd 
Interlock system — Bulwark, Unimax Switch 
Ltd 
Interview — CBI deputy director general 
- IOSH President 


Hydraulics 


agents - 


K 


Knowledge and responsibilities 


L 


Laboratories — Ionising radiations 
- Microbiological hazards 
- Safety cabinet 


- Safety, need for management 
- Safety survey 
Ladder - Flexible Euroroof Ltd 
Lathes — Quiet stock feed, Polypenco Ltd 
Law cases —- Confined space working 
Lead- Analytical techniques for air samples 
- Environmental monitoring 
- HSC/EEC disharmony 
- New regulations 
- Sampling methods 
- TLV’s applicable in UK 
Leasing companies - New regulations 
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May 67 
Jan 38 
Apr 69 
Feb 53 


Jun 66 
Apr 72 
Mar 42 
Aug 45 


Mar 42 
Apr 61 
Apr 65 
Jun 14 
Feb 16 
Jun 28 
Aug 51 


Dec 14 


Apr 65 
Aug 48 
Apr 18 
May 72 


Apr 63 


Apr 61 
Sep 81 
Sep 34 


Oct 54 
May 20 
Mar 15 
Sep 68 
Apr 57 


Oct 62 
Dec 50 
Jan 47 
Jan 47 
Jan 47 
Jan 47 
Jan 47 
Aug 47 
Aug 47 


Aug 47 
Aug 48 
Jul 54 


Jul 16 


Jul 55 
May 46 
Nov 105 
Apr 35 
Dec 21 
Jun 64 
Apr 65 


Apr 64 
Aug 45 


Oct 26 
May 26 





Health and Safety at Work INDEX 


Lifting and handling — Preparations 
Lifting equipment - Cable laid slings and 
grommets 
— Hand operated pulley blocks, hazards 
— Hand operated pulley blocks, safe use 
Lifting gear code - Chain Testers Associa- 
tion 
Lifting manually — Hazards and techniques 
Lighting — Vapour-proof, Utility Lamp and 
Fittings Co Ltd 
Linoleum hot welding — Forbo-Krommenie 
Local authorities — Role of health and safety 
advisers 
~ Use of contractors, case study 
Lock cap - Castell Locks 
LPG - Fire and explosions report 
— Storage 
— Storage cages 


— Storage units 


M 


Machine guards - Band knife 
— Rotating emergency stop 
Maintenance - Importance of 
— Legal requirements 
Medical Advisory Committee reconstituted 
Medical examination - Is it necessary? 
Medical Examination Regulations 1981 
Mercury vapour detector 
Metrication - Agricultural health and safety 
- Anthrax Regulations 
- Chemical Works Regulations 
— Explosives Act 
- Factories Act 1961 etc 
- Grinding of Metals etc 
— Programme continues 
Mines — Health and Safety 1979, annual 
report 
Micro processors in industry — Engineering 
NIG report 
Microwaves — EEC action 
Mirror — rear view shatterproof 
— wide angle industrial 
Mist suppressants. Hershaws Chemicals 
Mobile cranes - New British Standard 
Motor vehicle depot - Ventilation and fire 
protection booklet 


N 


National Industry Groups - Engineers, 
microprocessors report 
- Shipbuilding and Ship Repairing 
Report 1971-1978 
- Wool textile, code on dyestuffs 
Navy dockyard fatalities 
Nitrogen generator — Gas Services Interna- 
tional 
Noise - Acoustic barrier, Industrial Acous- 
tics Ltd 
- Acoustic enclosure for office 
machinery 
- Acoustic foam sheets, film faced 
- Acoustic panels 
- Acoustic roofing pads 
— Assessment of industrial deafness risk 
- Contro! compound, General Acous- 
tics Ltd 
- Control guide, Sound Service 
(Oxford) Ltd 
- Deadening materials 
- Hazards, ASTMS policy document 
— Silencers 
- Sound insulated cabins 
Nuclear industry — Electricity production 
systems risks 
— Incident statistics 


- Windscale leak, HSE report 

- Windscale, management of safety, 
HSE report 

- Windscale safety doubts, compensa- 
tion payments 


O 


Occupational health - Birmingham Univer- 
sity new institute 
- Doctors dilemma 


NNNUNN 
ANNU 


aA 


Jun 14 


Nov 17 
Jan 21 
May 17 


Aug 51 
Dec 46 


Jun 75 
Apr 62 
Jul 54 
Jan 37 
Feb 40 


Aug 48 


May 56 
Nov 96 
Mar 17 
Feb 52 
Aug 52 


Mar 18 
Dec 17 
May 20 
Oct 24 
Jun 16 


Jul 15 


Jul 18 
Feb 23 


- Epidemiology 
- HSC, new approach 
— Independent service 
- Missed opportunity 
— Physicians ethics 
- Records 
- TUC proposals 
- USA 
Office machines - Electrical, British 
Standard 
Office safety 
Office safety by design 
Offshore - Burgoyne report of safety 


— Enforcement administration confu- 
sion 
— Insurance 
— Medical staff 
- Safety, growth of regulatory control 
- UK Continental shelf, laws and 
enforcements 
Oil spillage boom 
Overload protection unit, automatic 
Oxygen monitor - Crowcon Instruments 
Ltd 


P 


Paint — Flame retardent, ALM Ltd 
Personal automatic alarm - Balcon 
Engineering 
Personal protection —- 
Williamson- Dickie 
- All weather jacket, Multifabs Ltd 
— British Standard 
— Clean area clothing 
— Dungaree worksuit, Lawtex 
- Eye protection at work 
— Eye shields, Safety Service Co Ltd 
- Faceshield, Protector Safety Ltd 
— Faceshield, AO Safety Products 
- Footwear, provisions and choice 
— Footwear, Dunlop 
- Footwear, Uniroyal 
- Footwear, Voidax 
- Foulweather suit 
- Gloves, Bico Industrial Safety Ltd 
— Gloves, bricklayers heavy duty 
— Gloves, high resistance 
— Gloves, patterns 
— Gloves, Sae Kursaal of San Sebastian 
- Gloves, types of materials used 
— Goggles, Martindale Protection 


Agricultural, 


- Jacket 

- Plastic apron wall dispenser 

- PVC coated knitted nylon clothing 
— Safeguard range, English Abrasives 
- Safety spectacles 


- Safety spectacles, standards concern 
— Suit 


- Tabard 
Pest control - Food and drink industry 
- Pestigas, BOC Ltd 
Pesticides - TUC conference discussion 
Petroleum spirit — Storage in plastic con- 
tainers consultative document 
Photocell relay —- Photain Controls Ltd 
Plant modernisation 
Plastic sacks frame —- Superscoops Ltd 
Polarity tester — Plug-in 
Polyurethane foam - Hazards 
Pottery industry - Construction of buildings 
guide 
Power press safety - HSE report 
Prescribed malignant diseases - Tumour 
signs and symptoms 
Press-brake guard 
Pressure relief - Safety control systems 
Printing industry - TUC conference 
Prohibition notices 
Prosecution procedures 
Prosecutions - Employees liable 
- Four men fined 
— Interlock failure, Ford Motor Co 
- Offices 
- Protection for public and people at 
work 
- Safe system of work, appeal 


Health & Safety at Work September 1981 


— Tower crane, parents fined 

— Warner’s Holiday Camp 
Protective equipment — Necessity of testing 
Protective screens — Transparent 
Proximity switches 


Publicans - health and safety legislation 
impact 


Q 


Quarries — Health and Safety 1979 Annual 
Report 


R 


Radiation dosemeter - British Standard 
Radiation measuring instruments 
Radiation monitor — Wallac Ltd 
Radiations, ionising - In _ laboratories, 
regulations proposed 
Radiations, non-ionising — Safe use, confer- 
ence report 
Radiological protection - Journal of Society 
Radiologists — Cancer risk 
Real time analyser —- Dawe Instruments Ltd 
Relief valves - LCA Pipelines Ltd 
Respiratory protective equipment - Air-fed 
spray hood, Protector Safety BA 
- An update review 
- AGA Spiro Ltd 
- Breathing apparatus, Siebe Gorman 
- Breathing apparatus, Sabre Safety 
Ltd 
Breathing apparatus, disposable, 3M 
UK Ltd 
Breathing apparatus, portable air 
treatment stations 
Breathing apparatus, wireless 
communication 
- Canister, Protector Safety BA 
- Certificate of Approval (Breathing 
Apparatus) 1981 
- Certificate of Approval (Chemical 
Works Breathing Apparatus) 1981 
- Certificate of Approval (Blasting hel- 
mets) 1981 
- Disposable for paint spraying, 3M 
UK Ltd 
- Fire fighter, Siebe Gorman 
- Hardcap respirator system, 3M UK 
Ltd 
— Helmet, Racal Airstream 
- Tester, Dynatech Industrial Products 
- Safe-guard range, English Abrasives 
Resuscitation set - Pneupac Ltd 
Reversing alarm — Tintonic 
Risk - Definition 
Road transport industry —- Training pack 


S 


Safe place of work - Employers liability 
Safe systems of work 
Safety at sea 
Safety by design 
Safety catalogue - Chapman and Smith 
Safety courses - British Safety Council 
Safety guard - Folding, Plastic Coatings Ltd 
Safety guard - PVC, perspex etc, Isocrylic 
Fabrications Ltd 
Safety handwheel - A Robinson (Enginee- 
ring Services) Ltd 
Safety harness - Martindale Protection 
Safety, hidden traps 
Safety inspection service - ROSPA 
Safety interlock - Temperature sensing, 
Castell Locks 
Safety lock - Electromec Engineering 
Safety mat - For machinery guarding, 
Unimax Switch Ltd 
Safety policies and training 
Safety representatives - Chemical informa- 
tion booklet 
-Time off for training, code of practice 
- Training, tribunal cases 
Safety signs - Electric hazard, WH Brady 
Co Ltd 
- Guide to regulations 





— Norman Pendred-Cellgrave 


— Regulations 


Safety switch - Universal door switch 
Safety training - Audio visual packages 

— For managers, CBI view 

— Homes for elderly 

— Road maintenance 

— Road transport industry 
Safety valve - Hydraulic interlock 
Shipbuilding and Ship repairing NIG report 


Shoe club - 4000th member 
Sickness benefit - CBI fights proposals 
Silica hazards 
Skin allergies 
Skin cleaner - Alkaline free 
— Centrex green, Century Oils 
- Centrex universal liquid, Century 
Oils 
— Reinol K, Reinol Spartan 
— Sterling Industrial 
Skin cleaners — General reviews 
Skin conditioning cream - General review 
Skin conditioning cream — Sterling Indust- 
rial 
Skin disease —- Guidance note 
Skin protection - Barrier creams 


Sodium chlorate - Guidance note 
Solvent level monitor — Solent Manufac- 
turing Ltd 


Sep 51 
May 67 
Oct 21 
Oct 23 
Dec 14 
Apr 66 
Jun 68 
Oct 29 
Mar 44 
Mar 44 
Nov 97 
Sep 51 
Nov 17 
Dec 17 
May 18 
Mar 16 
Jan 53 
Aug 39 
Mar 46 
Dec 47 


Jul 57 
Aug 45 
Jul 51 
Aug 33 
Aug 33 


Jul 51 
May 17 
Aug 32 
Aug 39 
Nov 15 


Jul 52 


- Role in assessing industrial deafness 
— Self calibrating, Cirrus Research 
Spillage control — Pillow, Bennet and Co 
- Solidification agent 
Splash guard - Transparent, Schott Process 
Plant Ltd 
Spontaneous ignition temperature 
Stacker truck - Flammable areas 
Standby Power System 
Static eliminator - Passive, 
International Ltd 
Stress at work 
— Emergency services personnel 
Sump emptier 
Suppliers of plant and equipment, duties 
Survival suit - Helicopter passenger 


Amersham 


T 


Textile - Code on handling dyestuffs 
Guarding of woollen and worsted cardi 
machinery 

— Safeguarding of opening machinery 

Thermometer — Portable digital, Kane-May 

Threshold limit value - Guidance note 

Toxic substances - Approved code of 
practice 

— Guide to evaluation and control 

— Notification scheme delay 

- Notification, consultative document 
Toxic waste — Disposal from laboratories 
Traffic warning system — Door guard 


Aug 47 
Feb 40 
Jan 38 
Aug 47 
Aug 49 


Apr 70 
Jun 27 
Aug 48 
Mar 46 


Jul 57 
Oct 42 
Oct 47 
Sep 47 
Nov 27 
Mar 44 


ng 


Health and Safety at Work INDEX 


— Sources of occupational exposure 
Unborn child — Protection, sex discrimina- 
tion, US decision 
- Risks, preventative action needed 
Upholstered furniture - Vonar interliners, 
Du Pont 


Vv 


Vacuum cleaners — Industrial 

Van crane - Load lifter 

VCM - ASTMS report 

Vehicle maintenance - 
package 

Ventilation cleaning service —- Health and 
Hygiene Services 

Ventilator — Portable intrinsically safe 

Vibration injuries - Research report 

Visual display units - HSE research paper 

- Light ciffuser 


Safety training 


W 


Warning signs - Self-adhesive, fluorescent 
PVC 

Washroom service - Kimberley-Clarke 
Welding - Booth 

- Curtains 

- Gas alarm, electronic 

- Glove 

— Head and face protection 

—- Helmet 


May 55 
Sep 47 
Jun 72 
Apr 69 
May 67 
Apr 72 
Mar 47 
Nov 97 


Training film catalogue 
Training — In-house or off-site 
- To ensure health and safety at work 
Transport safety 
Trench shoring - Audio-visual package 
- Hydraulically operated 
Tyres - Explosions and precautions 


Sound level meter - CEL new additions 
— Cirrus Research Ltd 


Jul 56 
Mar 45 
Apr 69 
Jun 68 


Welding fume - Extractor, automated, 
Secomak 
- Bxtractor, Electro-fume 
- Extractor, Flexifume, Secomak 
- Extractor, Plymouth Junior 
- Health hazards from vapours, dust 
and gases 
- Portable filter, Nederman 
Women at work - TUC campaign on 
hazards 
Woodworking machines — Safety training 


May 55 
May 57 
Oct 56 


— Impedence meter, Alfred Peters and Jul 56 


Sons Ltd 
- Metro-sonics 
Acoustics Ltd 
- M8 Audio dosemeter 
— Pulsar Instruments 


Jul 52 


system, General 


Jun 32 
Apr 63 May 60 
May 61 
Apr 66 


Apr 72 


U 


Ultra-voilet radiation — Slide tape package 


May 17 
Feb 52 


Safety grip glove 


Loss of many thousands of 
working hours in the U.K. is 
caused by hand injuries when 
operators of machinery, or 
manual workers, reject the 
safety gloves provided. 

A new range of safety gloves 
has been designed to combine 
comfort with flexibility and 
close fit to allow the wearer to 
retain his sense of touch. It is 
important that gloves are 
acceptable to the worker and 
are not removed at critical 
times leaving the hands more 
vulnerable to accidents. 

This range has been designed 
to allow the skin to breath and 
therefore to cut down the 
likelihood of dermatitis when 
work gloves are worn. The 
majority of the range can be 
machine washed and so 
recycled. Therangeconsistsof: 


The range covers 
working heights of: 
20° 


30° 


1 metre 


with welded 
handrail 


- Low price medium weight 
gloves for general use. 

- Stretch nylon anti-static 
gloves for lightweight 
delicate or electronic work. 

- Welders gloves made from 
flame resist Nomex. 

— Thermal inner gloves which 
are worn inside the normal 
industrial glove to give the 
wearer added protection 
against the cold in low 
temperatures. 


ANTHONY MOOR LTD. 
BINGHAM INDUSTRIAL ESTATE, 
BINGHAM, NOTTINGHAMSHIRE N13 8GG 
TEL: 0949 38517 TELEX 377943 


The Mobile Safety Steps with the unique ball track 
swivel castors operating-inside the four safety domes. . 
The safety domes also spread the floor contact area 
for increased stability. 


NEW DISTRIBUTORS WELCOME 
FOR ALL PRODUCTS 


- Heavyweight 
construction 
type of work. 


- Medium weight gloves with 
Criss Cross safety grip PVC 
coating. 


gloves for 
engineering 


KIK STEP — 14’ 


The well established originat safety step stool 
made and distributed in the UK for 
over a decade 


Ronco Sales Organisation 


81-89 East End Road, London, N2 0SR. Telephone: 01-883 9753 


For further information circle number 51 on Inquiry Card For further inf rinazion circle nurnber §2 oa Inquiry Card 





